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SUBJECT: SUBJECT: FAULTY OPERATION OF EMBASSY'S TODD PROTECTOGRAPH 
REF: A-8936 OCTOBER 29, 1973 

1. SINCE NOVEMBER 15, 1974, EMBASSY'S VISA MACHINE NOT 
WORKING PROPERLY. AFTER EACH ONE HUNDRED VISAS ISSUED, 

THE NUMBER IN THE THOUSAND ROW CHANGES TOGETHER WITH THE 
HUNDRED ROW. ON NOVEMBER 15 VISA NUMBER 2099 WAS FOLLOWED 
BY 3100, ON NOVEMBER 22 VISA NUMBER 3199 WAS FOLLOWD BY 
4200, AND ON NOVEMBER 29 VISA NUMBER 4299 WAS FOLLOWED BY 
5300. 

2. WE HAVE ATTEMPTED TO REPAIR THE MACHINE AND BELIEVE IT 
IS NOW WORKING PROPERLY. WILL ADVISE IF ANY FURTHER 
PROBLEMS. 
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